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PHILCO 

READ* 



provides real-time two-way 
communications and display for any 
data handling system 

...and it’s ready now! 


REAL-TIME 


ELECTRONIC 
ACCESS AND 


DISPLAY 


Philco’s READ provides: 

■ Instant graphic and alphanumeric 
communications 

■ Compatibility with any data 
processing system 

■ Hi-resolution flicker-free 
presentation of data processing 
input and output 

■ Up to 15 stations driven by 

one controller—displaying similar 
or dissimilar information 

READ j s available with direct view consoles, 
projected wall screen displays, and microfilm 
recording or hard copy equipment. Your request 
for technical information and a demonstration 
of any unit will be handled immediately. 




PHI LCO 


A SUBSIDIARY OF ( 


As advertised in Vol. 2, No. 5 of INFORMATION DISPLAY, the Journal of the Society for Information Display. 










